Springfield Motel, Springfield, Ill. 
Cleanliness - Comfort - Quiet 
Modern • Showers - Air Cooled • Electrically 
Heated - Family units. Located on U. S. 66 
North, just north of U. S. 66 BY - PASS. 
Phone 2-8393 /fS’SSv 
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